Listing of Nicotine Valuta for Five (5) Testing Period* 


lie and 

Ty|ic 

Nov.* 1969 

May, 1970 

Oct., 19 7( 

Aug., L9 

Alpine 

king size* filter, menthol 

1,3 

l.l 

U2 

1.2 

American Brand 

king size, filter, (hard puck) 

A 

K 

* 


American Brand 

king size, filter 

* 

* 

lie 

* 

Oelair 

king aizo* filter, nwnthol 

1.5 

1.4 

1*2 

1*3 

Bclalr 

100 nwi, filter, menthol 

« 

L.4 

1.3 

1.4 

Benson 6 iledgoo 

reg. size, filter, (hard pack) 

1.4 

L.4 

1.4 

1-3 

Benson & Hedges 

king size* filter, (hard pack) 

1.5 

1.4 

1.4 

1*4 

Benson 6 Hedges 

LOO ram, filter 

1.4 

1.4 

1.4 

1.4 

Benson £» Hedges 

100 nft, filter, menthol 

1.4 

1.4 

1.4 

1*4 

Bull Durham 

king sits, filter 

1,3 

1.7 

1.8 

1.9 

Camel 

re&« size, non-filter 

1.6 

1.5 

1-5 

1.5 

Camel Filters 

king •*-«, filter 

1-4 

1.3 

1.3 

1.3 

CameL Tall* 

100 mm, filter 

* 

* 

* 

* 

Carltan 

reg. size, filter 

* 

0.2 

0.2 

0.2 

Caricon 

king size, filter 

0.4 

0.3 

0.3 

0.4 

Century 

100 cm, filter 

1.3 

1.3 

1.3 

* 

Chesterfield 

reg. size, nou-£llter 

1.3 

1.4 

1.4 

1*5 

Chesterfield 

king size, non-filter 

1*6 

1*7 

1.7 

1.7 

Chesterfield 

king size, filter 

1.4 

1.4 

1.3 

1.2 

CheatcrfLeld 

king size, filter, menthol 

1.1 

1.1 

1.1 

1.1 

Chesterfield 

101 twh, filter 

1.5 

1.5 

1-4 

1.3 

poralno 

king size, non-filter 

L.L 

l.l 

1.2 

1.4 

Domino 

king size, filter 

1.0 

1,0 

L.L 

1.3 

Domino 

king size, filter, menthol 

0.9 

1*0 

0.9 

1-3 

Boral 

king size, filter 

1.0 

0.9 

0.9 

0.9 

Soral 

king size, filter, menthol 

1.0 

1.0 

1.0 

1-0 

Duke of Durham 

king cite, filter 

0*4 

0.3 

0.3 

Hr 

DuMauricr 

king size, filter, (hard pack) 

1.4 

1.3 

1.3 

1.2 

Edgeworth Export 

king sizo* filter* (hard pack) 

* 

* 

1.2 

1.2 

Edgeworth Export 

100 mm, filter 

-u 

* 

1*4 

1*3 

Edgeworth Export 

LOO mm, filter, menthol 

nr 

* 

* 

1.3 

English Ovale 

reg. size, non-fLiter* (hard pack) 

2.1 

1.9 

1.8 

1.8 

Engliah Ovala 

king size, non-filter, (hard pack) 

2.5 

2.2 

2.2 

2.2 

Eve 

100 m*, filter 

w 

•tt 

* 

1.2 


Eve 

Fatima 

Frujvpe 

Galaxy 

Gnuloiscs Caporal 

G«ulois«s Disqus &l*u 

Half 4 Half 

Herbert Tareyton 

Holiday 

Holiday 

Home Run 

Kent 

Kent 

Kent 

Kent 

Kent 

Kent 

King Sano 
King S*no 
Kool 
'Kool 
Kool 
L 6 H 
L & K 
L fi K 
L 6 M 
X 6 K 
X- T. C. 

Lark 

Life 

Lucky Strike 
Lucky Filters 
Lucky Filter* 

Maple tan 
LUpletaci 
Marlboro 
Marlboro 
MarLboro 
Marlboro 


ICO tnm a filter, menthol 
king size, non-filter 

king size, filter* menthol 
king alee, filter 
rcg. cizo, non-£LLt.er 
reg. size, filter 

king site, filter 

king size* non-flltar 

king size, non-fUtor 

king size, filter 

rcg. size, non-filter 

reg. size, filter 

king size* filter* (hard pack) 

king size, filter 

king site, filter* menthol 

100 mm, filter 

100 mm, filter, menthol 

king sLze, filter 

king size, filter* menthol 

reg. aLzc, non-filter, menthol 

king size* filter, menthol 

100 ram, filter, menthol 

reg. al 2 e* filter 

king size, filter, (hard sack) 

king size, filter 

100 nro, filter 

100 mm, filter, menthol 

king size, filter 

king size* filter 

100 a«> f filter 

100 mm, filter 

reg. size, non-filter 

kLng site, filter 

100 mm, filter 

reg* size, non-filter 

king size, filter 

king size, filter, (hard pack) 

king size, filter , 

king size, filter, menthol 

IQ0 mm* filter 


*J>cnct« vari«ti«» not available during market sampling 

a^pricr to August 1971, Life cigarette vas king aire, filter (85 ®m) 


PM3001013760 


Source: https://www.industrydocuments.ucsf.edu/docs/sjlk0001 



Hating of Nicotine Value* for Five (5) Testing Periods 


brand 


type 

Nov.> 1969 

May, 1970 

Oct., 197C 

Aug,, 1975 

Mar., 1972 

Marlboro 


100 am, filter* (hard pack) 

U5 

L.4 

1.4 

1.5 

1.5 

Marlboro Lights 


king size, filter 

* 

* 

* 

* 

1.1 

Marvel b 


rcg. *ize, non-fLLtcr 

0.7 

0.6 

0.6 

* 

★ 

Marvela 


reg. *i*e, filter 

0.1 

0.1 

0.1 

* 

* 

Marvell 


king atre, non-filter 

0.9 

0.8 

0.8 

0.8 

1.0 

Marvel* 


king size, filter 

0.2 

0.2 

0.2 

0.2 

0.3 

Marvels 


king aixe, filter, menthol 

0-2 

0.2 

0.2 

0.2 

0.2 

Maryland 


100 trea, filter, csohthoi 

* 

* 

* 

1.3 

L.4 

Montclair 


king s.lz.Q t (liter, menthol 

0.7 

0.3 

0.9 

1.3 

1.4 

Multi filter 


king alee, (iltct, (plastic bux.) 

* 

1.0 

1.0 

i.l 

l.i 



king size, filter,menthol, (plastic box) 


0.9 

0.9 

0.9 

0.9 

New Leal' 


king size, filter, menthol 

* 

* 

* 

1.3 

1.3 

Newport. 


king size, filter, menthol, (hard pack/ 

1.2 

l.L 

i.i 

l.l i 

l.L 

Newport 


king size, filter, menthol 

1.2 

l.L 

l.L 

l.t 

t.I 

Newport 


100 ram, filter, menthol 

1.3 

1.3 

1.3 

1.2 

1.3 

Oat La 


king oi*o, filter, menthol 

1-1 

L.O 

1.0 

i*l 

1.1 

Old Cold Straights 


reg* oizc, non-filter 

1.3 

1.2 

1.3 

1.2 

1.2 

Old Cold Straight# 


king size, non-filter 

1.6 

1.0 

1.6 

1.5 

1*6 

Old Gold Fi itera 


king olzc, filter 

1.2 

1.2 

1.2 

1.2 

1.3 

Old Cold Filter* 


100 ran, filters 

1.5 

1.5 

1.5 

1.5 

1.6 

Pall Mali 


king tiize, nan-filter 

1.8 

1.8 

1.7 

1.8 

1.8 

Pall Mall 


king size, filter, (hard pack) 

A 

* 

* 

* 

1.3 

Pal 1 Mali 


king site, filter 

* 

* 

* 

* 

1.4 

Pall Rail 


100 mm, filter, (hard pack) 

1.2 

1.3 

1.3 

1.3 

1.3 

PaU Mall 


100 iwijj filter, menthol, (hard pack) 

1.1 

t.t 

1.2 

U 2 

1.4 

Pall MftU 


tOO wm, filter 

1.3 

1.3 

1.4 

1.3 

1.3 

PaU Mall 


100 irm, filter, menthol 

1.2 

1.3 

1.3 

1.4 

1.3 

Parliament 


king size, filter, (hard pack) 

1.0 

L.O 

1.0 

1.0 

1.1 

Pari itunervt 


king size, filter 

1-1 

1.0 

1.0 

1.0 

1.1 

Parliomecit 


100 mm, filter 

* 

* 

1-3 

L.3 

1.4 

Parliament Charcoal 

Filter 

king ‘size, filter, (hard pack) 

* 

* 

* 

* 

i.i 

Parliament Charcoal 

Filter 

king aise, filter 

* 

* 

* 

■* 

1.1 

Peter Stuyvcsant 


king size, filter 

* 

* 

1.5 

1.4 

1.5 

Peter StuyYcaont 


100 ran., filter 

* 

•k 

1.5 

1.5 

L.5 

Philip Morris 


ic£» »i«e, non-filter 

1.6 

t.S 

1.5 

L.5 

1.6 

| Philip Morria Commander 

king size, non-filter 

1.9 

1.9 

1.8 

1.8 

2.0 

PhiLip Morris 


king aizej flLter 

1.4 

* 

* 

* 

* i 

Philip Morria 


king size, filter, menthoL 

1.1 

* 

•k 

•k 

A ! 

Picayune 


reg. size, no«-£Liter 

1.6 

1.5 

1.4 

1-3 

1.6 

Piedmont 


jreg. »Lzxt, ivon-fliter 

.1,4 

1.4 

1.4 

1.3 

1.4 

Player* 


teg* alio, non-filter, (hard pack) 

2.1 

2.1 

2.0 

2-4 

2-4 

Raleigh 


king site, non-fitter 

1.7 

1.6 

1.5 

1.6 

1.8 

Raleigh 


king size, filter 

1.3 

1.2 

1,2 

1.2 

1.3 

Rale Lgh 


100 mra, filter 

* 

1.2 

1.2 

1.3 

1.4 

Salem 


King size, fitter, menthol 

1.4 

1.4 

1.3 

1.3 

1.4 

Salem 


100 ran, filter, menthol 

1.5 

1.5 

1.5 

L.3 

1.5 

Sano 


reg. site, non-filter 

0.5 

0.5 

0.5 

0.5 

0.5 

S«no 


rug- size, filter 

* 

0.1 

•k 

0.2 

0.2 

Silva Thins 


100 mm, fitter 

0.9 

1.0 

1.0 

L.l 

1 l.l 

Silva Thlna 


100 ran, filter, menthol 

1,0 

1,0 

1.0 

L.l 

l.i 

Spring 


100 ran, filter, menthol 

1.2 

1.2 

1.2 

1.1 

l.l 

Stratford 


king size, nan-filter 

1.0 

0.9 

0.8 

*■ 

1.2 

Stratford 


king size, filter 

0.7 

0.7 

* 

* 

* 

Stratford 


king size, filter, menthol 

0.8 

0.8 

* 

A 

* 

Tareyton 


king size, filter 

1.0 

1.1 

l.l 

1.3 

1.3 

Tarayton 


LOO zs>, filter 

l.i 

1.2 

1.2 

1.3 

L.3 

Trmpa 


king size, filter 

0.3 

0,9 

0.9 

0.9 

0.9 

True 


king size, filter 

0.7 

0,7 

0.7 

0.6 

0.7 

True 


king size, filter, menthol 

0.7 

0.6 

0.7 

0.7 

0*7 

Tryon 


king size, filter 

' 0.9 

•* 

* 

* 

* 

Trycn 


king *ix«, filter, menthol 

0.7 

* 

* 

* 

* 

Vantage 


king. size, filter 

* 

A 

* 

0-8 

G.9 . 

Vantage 


kina size, filter, menthol 

* 

* 

A 

* 

0.8 

Viceroy 


king size, filter 

1.3 

1.2 

1.2 

1.2 

L.3 

Viceroy 


100 mm, filter 

1.5 ■ 

L.4 

1.4 

1.3 

1.4 

Virslftl* Slim# 


100 era, filter ! 

1.2 

1.2 

L.2 

1.1 

1.2 

Virginia Sliraa 


100 men, filter, menthol 

1.2 

1.2 

1.2 

1.2 

L.3 

Vogue (black) 


king aize, filter, (hard pack) ! 

0.7 

0.7 

0.9 

0.9 

L.O 

Vogue (coloral 


king size, filter, (hard pack) 

0.5 

0.5 

0.6 

0.7 

o.e 

Winston 


king size, filter, (hard pack) 

1.4 

1.3 

1.3 

1.3 

1.3 

Winston 


king size, filter ! 

1.4 

1.3 

1.3 

1.3 

1.4 

Winston 


100 ran, filter 

1.5 

1-4 

1.4 

1.3 

1.4 

Winaton 


100 mm, filter, menthol j 

1.5 

1.5 

L.5 

1.5 

1.4 

Yukon 


king site, filter, menthol 

0,9 

* 

* 

* 

* 


* Denote■ not available during market aampling 


PM3001C 


Source: https://www.industrydocuments.ucsf.edu/docs/sjlk0001 




